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Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRG Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203190043 Responds to NRC 920210 Itr re violations noted in insp repts 50-390/91-33
& 50-391/91-33.Corrective actions:housekeeping deficiencies corrected.monitoring sys
introduced & insp of plant completed.per Site Std Practice (SSP) SSP-12.07.
GARRITY.J.H. Tennessee  Valley Authority.  92/03/10.  Document Control  Branch
(Document Control Desk). 6pp. 60990:014-60990:019.

R. Periodic operating reports & related correspondence

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in-
cluding trends & initiatives for util fitness-for-duty program.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch
(Document Control Desk). 19pp. 60857:148-60857:171.

S. Report able occurrences, LERs & related correspondence

9203230137 Submits determination for reportability of SCAR WBP 890616 SCA
(RO).Memo supercedes previous reportability determination.Deficiencies reported.
PACE.P.L. Tennessee Valley Authority. 92/02/24. NRC - No Detailed Affiliation Given.
8pp. 60984:326-60984:333.

9203230255 Revised final deficiency rept 50-390/89-09 & 50-391/92-03 re failure
caused by excessive keyway depth.Initially reported on 891023.Defective motor pinion
gear & keys for actuators have been replaced.Initial final rept submitted 891121.
GARRITY,J.H. Tennessee  Valley Authority. 92/03/16. Document Control Branch
(Document Control Desk). 5pp. 61057:001-61057:005.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L. Nutherm  International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.
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F. Security, medical, emergency & fire protection plans

9203100047 Forwards insp rept 50-395/92-01 on 920127-31.No violations noted.
CLINE.W.E. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina Electric
& Gas Co. 2pp. 60843:213-60843:226.

-9203100052 Insp rept 50-395/92-01 on 920127-31 .No violations noted. Major areas
inspected:assessment of operational readiness status of emergency preparedness
program,training, independent audits & key program changes.

GOODEN.A., RANKIN.W.H. Region 2 (Post 820201). 92/02/20. 12pp. 60843:215-
60843:226.

9203100067 Forwards FEMA rept for offsite portion of plant exercise of 910717 forward-
ed to NRC on 911120.No deficiencies identified during exercise.W/o encl.
CLINE.W.E. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina Electric
& Gas Co. 3pp. 60843:296-60843:298.

9203030297 EPIPs including,Rev 10 to Emergency Plan Procedure EPP-013 & Rev 15
to EPP-016.W/920226 Itr.

NETTLES.K.W.  South Carolina Electric & Gas Co.  92/02/26. 40pp.  60822:019-
60822:059.

9203260260 Advises that 911025 emergency response data sys implementation plan for
plant.acceptable.

WUNDER.G.F. Project Directorate II-2. 92/03/23. SKOLDS.J.L. South Carolina Elec-
tric & Gas Co. 3pp. 61093:073-61093:074.

H. General correspondence

9203230253 Lists personnel changes for key personnel at facility. Requests that distri-
bution list for NRC bulletins,info notices & generic Itrs be changed as indicated on
encl.

SKOLDSJ.L. South Carolina Electric & Gas Co. 92/03/16. Document Control Branch
(Document Control Desk). 4pp. 61077:277-61077:280.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203190144 Amend 92-03 to updated FSAR for VC Summer Nuclear Station. W/
920309 Itr.

SKOLDS.J.L.   South   Carolina   Electric   &   Gas   Co.   92/03/09.   8pp.   60990:001-
60990:008.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 83-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW,J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203110137 Forwards response to recommendations contained in SER & technical
evaluation rept re station blackout analysis. Control room temp monitored & recorded
once per shift.

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/04. WUNDER.G.F. Document
Control Branch (Document Control Desk). 6pp. 60897:146-60897:151.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06, Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130157 Forwards "Application for Approval to Incinerate Oil Contaminated W/Very
Low Levels of Licensed Radioactive Mail."

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/09. Document Control Branch
(Document Control Desk). 2pp. 60946:094-60946:126.

-9203130174 "Application for Approval to Incinerate Oil Contaminated W/ Very Low
Levels of Licensed Radioactive Mail."
* South Carolina Electric & Gas Co. 92/02/29. 31pp. 60946:096-60946:126.

9203270270 Forwards completed section 3.9 for each version of new std tech
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance
w/comment resolution process.

GRIMES.C.I.  Technical  Specifications  Branch.  92/03/16.  BUSH.L.  Westinghouse
Electric Corp. 200pp. 61108:254-61109:083.

9203310301 Summary of 920227 meeting w/util in Rpckville.MD re licensee proposed
response to staff safety evaluation of licensee inservice testing program.
WUNDER.G.F.  Project Directorate 11-1. 92/03/24. Project Directorate 11-1. 30pp.
61195:233-61195:262.
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9203100107 Forwards insp rept 50-395/91-24 on 911218-920131.Violations noted but
not cited.

VERRELLI.D.M. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina
Electric & Gas Co. 2pp. 60844:092-60844:111.

-9203100114 Insp rept 50-395/91-24 on 911218-920131 .Violations noted but not
cited.Major areas inspected:monthly surveillance observations,monthly maint
observations.operational safety verification,ESF sys walkdown & onsite followup of
events.

HAAG.R.C.. KELLER.LA., CANTRELL.F.S. Region 2 (Post 820201). 92/02/14, 18pp.
60844:094-60844:111.ct Directorate) (Post
